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and h into the worm. After the expulsion of the bisulphide
of carbon, C3 is emptied, refilled, connected with C1, and bi-
sulphide of carbon admitted from C3 in the manner above
described.

An extraction apparatus which has been much recom-
mended of late is the so-called " Excelsior Apparatus" made
by Wegelin and Huebner, Halle a. S., which can be worked

FIG. 25.
with any desired solvent.    The construction of the apparatus
(Figs. 25 and 26) is as follows.
The solvent is admitted to the reservoir R in the lower
part of the condenser B through the tube indicated in the
figure. The material to be extracted having been filled into
the cylinder A through the manhole, the apparatus is closed.
The cold water is admitted to the condenser by opening a
iaucet. The three-way cock shown in Fig. 25 is so placed as